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National Executive Housekeepers “As- 
sociation passes resolution on edu- 


eation, recruitment Ag 
Recruiting line forms on_ right. 
M. W. Northrop Ag 
V. A. sets housekeeping up. J. Bar- 
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What good will education do? M. H. 
Sidney Ag 
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HUDENBURG, ROY. Eighteen ways to 
save on building costs . . 

Human relati See Personnel “et 
ministration; Medical staff 

HYDE, FLORENCE S. Practical nurs- 
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IDENTIFICATION SYSTEMS 
How to recognize nurses (SHQ) 
Which nurse is which (RR). H. 
Kimmel 
Income. See Financial management 
Infection control; an ounce of preven- 


tion (RR) oO 
Inhalation therapy; when to use oxy- 
gen (SHQ) oO 


INNOCENTIA, SR. M. and ALOYSIUS 
ANN, SR. M. Fire safety becomes 
affair of state oO 

Inservice training. See Educational 
programming; Nursing education; 
Personnel administration 

Inatitutes. See Educational planning; 
Nurse education 

Intensive care; unit for critically ili 
conserves nurses N 

Interdepartmental relationa. See Ad- 
ministration; Administrators; Med- 
ical staff 

Internal control. See Accounting; Budg- 
etary control 

INTERNS AND RESIDENTS 

Decline in number of ward patients 
affects training of surgical residents N 


Educational purpose necessary for 
approval of internships, medical 
education council says oO 

Medical educators deplore influx of 
foreign physicians Oo 

JAMES, E. E. Look, nurse, no bed 


crank dD 
analysis. See Personnel adminia- 
tration 
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JOINT COMMISSION ON ACCREDI- 
TATION OF HOSPITALS 
Accreditation commission explains ac- 
tions taken on recommendations of 
Stover Committee . , 
Accreditation gets “A” from A.M.A. 
JONES, ROBERT M. Public relations 
display boosts vote 
JORGENSON, MATT L. 
GAY, DANIEL E. 
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KARPE, HENRY R. Patients come and 


go without delay . — 
oer ELIZABETH. “Menus for De- 
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nal HELEN. “Which nurse is 
which (RR) .......... oO 
KINGSBURY, SLOCUM. Elevators hold 
hospital together . nl 
KINGSFORD, ELIZABETH. Why col- 
ors are what they are J 
KINZER, DAVID M. Hospitals give 
Chicago shot in arm . N 
Kitchen has centralized food control 
for efficiency. H. E. Cassidy Ji 
LABORATORIES, CLINICAL 
Laboratory technicians rate them- 
selves. M. Burgess N 
Punch cards are useful in laboratory. 
E. C. Sanborn D 


LACHNER, BERNARD J. Nurse edu- 
cation costs less than you think...Ag 
LACHNER, BERNEICE M. Does your 
operating room do you credit? D 
Late charges, how to bill (SHQ) N 
LAUNDRIES 
Cost of laundering O.R. linen (SHQ)..Ag 
Scientific approach solves laundry 
problems. K. P. Cohen Ji 
Leadership. See Administrators 
LEGAL DECISIONS (Cases) 
Citizens committee organized to tell 
hospitals’ side in lowa dispute N 
Iowa hospitals and doctors reach 
agreement D 
Labor relations act excludes hospi- 
tals, state court rules . wool 
Malpractice judgments against “boo 
tors and hospitals are barrier to 


patient care N 
Mississippi court orders doctor re- 
stored to hospital staff 8 
New York court holds hospital liable 
for blood type mixup oO 
No grounds for suit (SHQ) Ay 
Ontario court rules hospital has 
right to select and regulate medical 
staff z Oo 
Oregon court rules jury can deter- 
mine hospitals’ standing Oo 
LENTZ, EDITH M. Administrator's 
business is people 0 
Liability. See Legal decisions (cases) 
LINDLEY, NELSON O. Every hospital 
shoulé have fire truck Ag 
Linens ose’ t hoarded any more. H. F. 
OBDORME  ooecoseees Ji 
LYNCH, eTHERESA L “Everybody har 
part in planning care of surgical 
patients dD 
Maimonides Hospital, San Francisco, 
Calif.; financial failure Oo 
Maintenance; how much for repairs 
(SHQ) Oo 


Malpractice judgments against doctors 


and hospitals are barrier to pa- 
tient care N 
Malton Rehabilitation Centre, Toronto, 
Ont. (RR) 0 
Management skilla. See Administration; 
Administrators 
Markey, William H. Jr. (obit) Ag 


MARKUS and NOCKA. Memorial wing 
boasts memorable features: self-help 


units and wonderful windows 8 
MAUNDER, CURTIS W. Hotel cater- 
ing succeeds in hospital oO 
MAYSENT, H. W. Guide to budget 
management Ji 72; Ag 
McGRATH, ROBERT. Hospital goes to 
town with disaster service 8S 
McKITTRICK, LELAND 8. jt auth 
See BUGBEE, GEORGE 
MEDICAL AUDIT 
Audit makes evaluation meaningful 
R. S. Myers Ji 
Medical audit should not imply pun- 
ishment. C. W. Eisele D 
Medical centers; school and hospital 


under one roof. D. B. Wilson Ji 
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MEDICAL EDUCATION 
Educational purpose necessary for 
approval of internships, medical 
education council says .... me) 
Medical educators dapiee- influx of 
foreign physicians . 0 
MEDICAL RECORDS DEPT. 
Cost of medical records (SHQ) Ji 
Mental hospitals need record librar- 
ians. E. F. Christian Ji 
Punch cards are useful in laboratory. 
E. C. Sanborn 
MEDICAL STAFF 
Citizens committee organized to tell 
hospitals’ side in lowa dispute N 
Competence should be sole basis for 
surgical privileges, says Hawley..........5 
Iowa hospitals and doctors reach 
agreement .. oon veiiaiineicnenigaonpell 
Keep courtesy staff (SHQ) 8 
Latter-Day Saints hospitals dispute 
with anesthesiologists over rental 


fee for hospital facilities N 
Malpractice judgments against doc- 
tors and hospitals are barrier to 
patient care N 
Medical educators deplore influx of 
foreign physicians 0 
Medical staff: doctor's master or serv- 
ant? R. D. Wittrup 8 
Mississippi court orders doctor re- 
stored to hospital staff 8 


Ontario court rules hospital has right 
to select and regulate medical staff O 

Pathologists speak up on hospital 
practice (RT) 
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plicated; GP is fighting for survival; 
general surgeon could become ex- 
tinet; medical audit not punishment. 

G. Bugbee and others D 
Memorial Hospital of Chatham County, 
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Menu planning. See Dietary dept. 
METHODS IMPROVEMENT 
New technic of administering medica- 


tions. E. G. Gooby and D. R. Turn- 
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Scientific approach soives laundry 

problems, K. P. Cohen Ji 
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(SHF). O. M. Murphy and E. J. 
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Work simplification is workers’ job. 
8. A. Ferguson and C. B. Womer 
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Morale is more than a paycheck. 
Allen ........ ; 
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adrenocortical activity upon thyroid 
function oO 

MURPHY, OLIVE M. and PANSKY, 
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NAEF, R. W. Integration of hospita) 
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National Hospital Week; small fry re- 
union (RR). F. Helmick 0 


Need for beda and/or services. See 
Hospital and health facilities. 
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NIEMAN, JAMES L. Fund campaign 
is only beginning 
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NURSING EDUCATION 
Canadian nurses approve school ac- 


creditation program . S 164 
In Connecticut they work together to 

find solution to nursing shortage. 

H, Sibley OO 66 
Practical nursing school pays its way. 

F. 8. Hyde Jl 68 
Nurse education coats leas than you 

think. B. J. Lachner..... Ag 69 
Nurses’ worry (Ed)......... Ag 4 
Post graduate nursing institutes are 

good medicine, D. H. Hitt and 

M. G. Wilkinson... N 72 
Quality has to be. nurse ” educators’ 

goal, J. M. Geister Ji 66 


NURSE RECRUITMENT 
In Connecticut they work together to 
find solution to nursing shortage. 
H. Sibley oO 66 
Reeruit nurses yourselves, 
urges hospitals . 161 
Nursing schools. See Nursing ‘education. 
NURSING SERVICE ‘DEPT. 
Circular units serve useful function. 
G. 8. Holderness oO 
Everybody has part in planning care 


of surgical patients. T. I. Lynch D #86 
Look, nurse-—no bed crank. E. E. 

James 128 
New technic of administering medi- 

cations, E, and D. R. 

Turnbull ms OO 6 
Nurse education eoste ‘less ‘than you 

think. B. J. Lachner Ag 69 
Nurses’ worry (Ed) Ac 4 
Quality has to be nurse educators’ 

goal, J. M. Geister... dl 66 
Self-help unite cost lene “than "you 

think. Markus and Nocka we: 
Switch to shorter hours (SHQ).............8 47 


Unit for eritically ill conserves nurses..N 168 


Why good nurses make bad bosses 8 79 
Obstetric hospitals and depts.; mothers 
know what to expect (RR) Ag 12 
Oceupaney Chart Ji 174; 
Ag 202; 8 192; O 192; N 182; D 196 
O'DONNELL, MILDRED F. Internship 
ie vital part of training D 182 
O'NEIL, WILL. How to get rich: 
own a hospital D 61 


Open house shows hospitals can be 

fun (RR). A. J. Hauge 8 10 
Operating room. See Surgery dept, 
Opinion poll shows job satisfaction is 

more than paycheck. J. F. Allen..D 174 
ORANGE, IRENE C. Menus for October.8 128 
OSBORNE, HAROLD F. They don’t 


hoard linen anymore Ji 186 
Ownership of hoapitala, See Proprietary 
hospitals. 
Oxygen therapy. See Inhalation therapy 
OZARIN, LUCY D., jt auth See BUSH, 
CHARLES K. 
Paint performance first class, W. A. 
Moyle Ag 122 


PANSKY, EMIL J. jt auth See MUR- 
PHY, OLIVE M. 
Parking facilities for doctors come 
first (SHQ) Ji 47 
PATHOLOGY DEPT. 
Citizens committee organized to tell 


hospitals’ side in lowa dispute N 64 
lowa hospitals and doctors reach 
agreement Dp 77 
Pathologists speak up on hospital 
practice (RT) N 51 
Patient education helps expectant moth- 
ers know what to expect (RR) Ag 12 


PATIENT RELATIONS 
Haptist Memorial specializes in extra- 
ordinary services for patients, their 
families, friends and physicians Oo 
Self-help unite cost less than you 
think. Markus and Nocka 8 #2 
PEDIATRIC HOSPITALS AND DEPTS 
Hospitals can be fun. (RR). A. J. 


Hauge 8 10 
Mopital? (Bd) bo 
Pensions; retirement benefits (SHQ) 8 47 
PERSONNEL ADMINISTRATION 
Administrator's business is people. 

BE. M. Lents Oo 7 
Analysis of patient care elements. 

L. Bloek Ji #4 
Difference in salaries (SHQ) Ag 417 
Don't preach work simplification un- 

less you practice it. 8. A. Ferguson 

and C. B. Womer o 71 





PERSONNEL ADMINISTRATION, Cont. 


Group instruction program is prac- 
tical. M. W. Brazier 8 

He'll probably earn it (administra- 
tor’s salary) (SHQ)..... 


Help with job survey (SHQ) Ag 
Job satisfaction is more than pay- 
check. J. F. Allen 
Middle manager must look both ways. 
W. A. Taylor Ag 
Prototype studies: 
26 bed hospital. L. Block re) 
50 bed hospital. L. Block N 
100 bed hospital. L. Block dD 


Putting work simplification to work. 
8S. A. Ferguson and C. B. Womer... 5 


Retirement benefits (SHQ) 8s 
Sick leave practices vary (SHQ) N 
Switch to shorter hours (SHQ) Ss 
They still get meals (SHQ) N 
Vacations getting longer (SHQ) Oo 


Work simplification is workers’ job. 


8. A. Ferguson and C. B. Womer...Ag 


What dietary supervisors need to 
know. R. E. Sleight Ss 
PHARMACY DEPT. 
Carcinogenesis (N&A). H. Busch N 
Current status of cancer chemother- 
apy (N&A). H. Busch Ag 


Effects of adrenocortical activity upon 
thyroid function (N&A). H. B. 
Murphree Oo 

Formulary is good for hospital when 
hospital's formulary is good (RT)...8 

New technic of administering medica- 


tions. E. G. Gooby and D. R. Turn- 
bull 8) 
Treatment of syphilis (N@A). L. E. 
Tavs Ji 
PLANNING 
Cireular units serve useful function. 
G. 8. Holderness oO 
Eighteen ways to save on building 
costs. R. Hudenburg D 
Elevators hold hospital together. 
8. Kingsbury D 


Good planning for psychiatric units. 
C. K. Bush and L, D. Ozarin D 

Hospital can grow without pain Ag 

Hospital makes construction history; 


opens four months early (HOM) 

D. E. Gay and M. L. Jorgenson N 
How not to build hospital. J. F. Allen.O 
How to get rich: own a hospital. 


W. O'Neil 
Integration of hospital with medical 


school called for different design. 
R. W. Naef Ji 
Make survey before you seek funds. 
A. B. Mills Ag 
New wing makes good hospital bet- 
ter 0 
Ratio of private rooms (SHQ) J 
School and hospital are under one 
roof. D. B. Wilson Ji 
Unit for critically ill conserves nurses. N 
Very model of modern hospital Ss 


Which is it (service for patients or 
convenience for doctors)? (Ed) 
Who wants what type of accommoda- 
tion? I. Rosenfield and Z. Rosenfield J! 
Pneumatic tube system enables patients 
to come and go without delay. H. R. 
Karpe 
Poliomyelitis care; hospitals give Chi- 
cago shot in arm. M. Kinzer 
shows job satisfaction is more 
than paycheck. J. F. Allen D 
Post-anesthesia rooms. See Recovery 
rooms. 
Power plant; cost of heating is going 
up in smoke. C. F. Neergaard and 


Ag 


Poll 


Cc. E. Daniel Ss 
Practical nursing school pays its way. 

F. 8. Hyde J 
Premature care; when to use oxygen 

(SHQ) Oo 
PRENTZEL, HAROLD T. It costs more 

to give better care Ss 
Prepayment plans. See Blue Cross; 

Health ineurance, voluntary. 


Press relations is good thing. H. Boyd...Ag 
Professional accounting. See Medical 
audit. 
PROPRIETARY HOSPITALS 
How to get rich: own a hospital. 


W. O'Neil 
Profit motive would produce more 
hospitals, greater efficiency, sur- 
geon-editor says 8 
Providence Hospital, Washington, D.C 
(HOM) D 
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PSYCHIATRIC HOSPITALS 
Administrator key to healthful atmos- 
phere for patients... 
Menta! hospitals need “vesord librar- 
ians. E. F. Christian Ji 75 
PSYCHIATRIC SERVICE IN GEN- 
ERAL HOSPITALS 
Good planning for psychiatric units 


D 178 


Cc. K. Bush and L. D. Ozarin D 104 
Psychiatric service fits into plan. 
J. Nicklas ‘ D 66 
Psychiatric unit must open "doors. 
D. E. Cameron ies a 
PUBLIC RELATIONS 
Fund campaign is only beginning. 
J. L. Nieman : N 98 
Hospitals can be fun (RR). A. J. 
Hauge 8 16 
Hospitals win prize and friends at 
health fair (RR). N. T. Verrastro..N 6 
Movie (Ed) 8S 49 
Visual aids to good publie relations. 
H. T. Norman and V. K. Edwards. .N 76 
Punch cards are useful in laboratory. 
E. C. Sanborn D &87 
Quality of patient care. See Medical 
audit. 
Questionnaire shows job satisfaction is 
more important than paycheck. 
J. F. Allen D 74 
Racial segregation. See Admitting and 
discharge. 
Radioisotopes; treatment center on 
cobalt unit .. ‘ oO 70 
Radiology dept.; treatment center on 
cobalt unit oO 7 
RATES 
Billing for late charges (SHQ) N 47 
Charges vary for anesthesia, recovery 
room services. L. Block Ji 83 
RECOVERY ROOMS 
Charges vary for anethesia, recovery 
room services. L. Block Ji 83 
When a recovery room? (SHQ).. 8S 47 
Recruitment. See Nurse recruitment. 
Rehabilitation hospitals; workmen get 
back to work (RR) O 6 
Research; circular units serve usefu! 
function. G. 8. Holderness............ » 69 
Residents. See Interna and residents. 
Retirement benefits (SHQ) 8 47 
ROCK, JOAN M. and ZUMSTEG, 
DORIS H. Salads should be treated 
with respect Ag 112 
Roofs and walls; how to save surface 
(SHQ) : oO 47 
Roesevelt Hospital, New York (psychi- 
atric services) D 56 


ROSENFIELD, ISADORE and ROSEN- 
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what type of accommodations? Ji 90 
ROSENFIELD, ZACHARY jt auth See 
ROSENFIELD, ISADORE 
ROWNTREE, JENNIE. Doors to edu- 
eation are open 


Ag 


SANBORN, ELMER C. Punch cards 

are useful in laboratory D &7 
SCHAFER, GILBERT. Traffic flows in 

straight line 8S 569 
SCHNICK, RUTH. Menus ‘for January.D 126 
SIBLEY, HIRAM. In Connecticut they 

work together to find solution to 

nursing shortage O 65 
Sick leave practices vary (SHQ) N 47 
SIDNEY, MADGE H. What good will 


education do? Ag 130 
SLEIGHT, ROBERT E. What dietary 
supervisors need to know 8 112 
Slides. See Audio-visual materials. 
SMALL COMMUNITY HOs?TraLs 
Prototype studies: 
25 bed hospital. L. Bioek O R87 
50 bed hospital. L. Block N 4&6 
100 bed hospital. L. Block D 91 
Smoking, are rules enforceable? (SHQ) Ag (47 
Specialists’ relationships. See medical 
staff. 
STANTON, R. MARK. One way to 
control food costs oO 74 
Statistics; new commission to continue 
medical statistical program of south- 
western Michigan council Ag 55 
Storerooms; traveling requisition con- 
trols stores. J. C. Barker Ac 66 
Superintendents. See Administrators 
Supervision. See Personnel administra- 


tron. 


Supplies. See Central service dept. 
SURGERY DEPT. 
Does your operating room do you 

credit? B. M. Lachner D 86 

Everybody has part in planning care 
of surgical patients. T. 1. Lynch D 86 
General surgeon could become extinct 
species. L. 8S. McKittrick D 68 
New ideas for efficient operating 
rooms. J. Fitzwater Ag 66 
Plastic dressings meet surgeons’ needs. 

F. C. Sutton 7 
Surgical privileges. See. Medical staff. 
Surveys should be made before you 

seek funds. A.B. Mills....... 3 Ag 90 
SUTTON, FRANK C. Plastic dressings 

meet surgeons’ needs 
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TAVS, LOUISE E. Treatment of 
syphilis Ji 

TAYLOR, WILLIAM A. Middle man- 
ager must look both ways 

Teaching hospital combines school and 
hospital under one roof. D. B. 
Wilson in Ji 67 

Television, an aid to good public 
relations. H. T. Norman and V_ K. 
Edwards N 76 

Temperature is controlled by “metered” 


110 


Ag 85 


air conditioning at this hospital. 

K. R. Goddard N 128 
Time and motion study. See Work sim- 

plification. 


Tissue committees. See Medical audit 
Traffic areas; very model of modern 
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Trustees. See Governing board. 
Tube system enables patients to come 

and go auickly. H. R. Karpe Ss 84 
TURNBULL, DAVID R. jt auth See 


GOOBY, E. GREY 


Univer ity of Mississippi Medical Cen- 
ter, Jackson, Miss. (HOM) Ji 67 
Utilization of beda and/or services, See 
Hospital and health facilities. 


Vacations. See Personnel administration. 

Ventilation controlled by “‘metered” air 
conditioning at this hospital. K. R. 
Goddard 

VERRASTRO, NICHOLAS T. Hospitals 
win prize and friends at health 
fair (RR) N 6 

Voluntary health inaurance. See Health 
insurance, voluntary. 

Volunteers help hospital 
shot in arm. 


N 128 


give Chicago 
D. M. Kinzer... N 61 





WALKER, ROBERT W. How to make 
fire program effective 

Walls (exterior): how to save surface 
(SHQ) oO 47 

Wards and rooms. See Nursing service 
dept. 

Waste disposal (RR) 

Water supply; cost of heating is going 
up in smoke. C. F. Neergaard and 


O 124 
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Cc. EB. Daniel 8 130 
WHARTON, DON. He teaches nurses 
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WILKINSON, MAY G. jt auth See 

HITT, DAVID H. 
WILSON, DAVID B. School and hos- 

pital under one roof Ji 67 
Windows, sealed, cut housekeeping 

costs. Markus and Nocka S 683 
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WITTRUP, RICHARD D. Medical staff: 
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WOMER, CHARLES B. jt auth See 
FERGUSON, STANLEY A. 
WORK SIMPLIFICATION 
Don’t preach work simplification un- 
less you practice it. 8. A. Ferguson 
and C. B. Womer oO 71 
Putting work simplification to work 
S. A. Ferguson and C. B. Womer 8 76 
Work simplification is workers’ job. 
8S. A. Ferguson and C. B. Womer 
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